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:M.BLOCK DIAGRAM-MODEL 5020 
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THE WURLITZER COMPANY -dekalb division-dekalb, Illinois 

MODEL - 5020-SWINGIN'RHYTHM PART NO. 132591-S-l-E-I 

TITLE- SCHEMATIC-SYSTEM BLOCK DIAGRAM 

STARTING SERIAL NO. 210,000 DATE-AUG. 1,1968 














































































































































SCHEMATIC-V 
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FOR COMPLETE CIRCUIT OF 
SYMBOL WIRES 

[ii-@ 

SEE DRAWING 132575 
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EXTERNAL PLUG SIDE SHOWN. 
WIRES ON BACK SIDE- 


SYMBOL WIRES CONNECT TO 

DEMTIFIED POINTS ON P. C. BOARD. 
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JIC-VOICE CONTROL 
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TITLE - SCHEMATIC-VOICE CONTROL PART NO. 132590 - S- I - E - I 

STARTING SERIAL NO. E 210,000 DATE-AUGUST 1,1968 
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ATIC-LOGIC-MODEL 5020 
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P.C. BOARD-VOICE CONTROL 
MODEL-5020 



NOTES- 

FOR COMPLETE CIRCUITS SEE SCHEMATIC DRAWING 132590. 

NUMBERS ON COMPONENTS CORRESPOND TO NUMBERS FOUND ON SCHEMATIC 132590. 
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MODEL 5020 
LOGIC RC. BOARD 



FOR COMPLETE CIRCUITS SEE SCHEMATIC 132575 

NUMBERS ON COMPONENTS CORRESPOND TO NUMBERS ON SCHEMATIC 132575 


THE WURLITZER COMPANY dekalb division-dekalb,Illinois 

MODEL - 5020 ELECTRONIC SWINGIN RHYTHM 

TITLE-LOGIC RC.BOARD PART NO. 132482-S - I -E-3 

STARTING SERIAL NO. E 210,000 DATE - AUGUST 1,1968 

















































































































































































